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9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

9005230212 Clarifies operation of telephone autodialer sys.as part of prompt notification
sys.Autodialer sys.as currently configured.can autodial & deliver prerecorded message
to residents at rate of approx 20 calls per minute.

MCBURNETT.M.A.  Houston  Lighting &  Power Co. 90/05/14.  Document Control
Branch (Document Control Desk). 3pp. 53907:240-53907:242.

9005220303 Forwards Rev 16 to physical security plan.Rev withheld (ref 10CFR73.21).
MCBURNETT.M.A. Houston Lighting & Power Co. 90/05/16. Document Control
Branch (Document Control Desk). 2pp. 53902:196-53902:197.

9005240026 Discusses actions taken re prompt notification sys.Util found autodialer sys
offer acceptable alternative to replacing majority of tone alert radios.
MCBURNETT.M.A.  Houston  Lighting &  Power Co. 90/05/16.  Document Control
Branch (Document Control Desk). 2pp. 53920:348-53920:349.

H. General correspondence

9004260246 Forwards revised organization chart.correcting postion titles reflected in
900326 submittal.

MCBURNETT.M.A.  Houston  Lighting &  Power Co. 90/04/20.  Document Control
Branch (Document Control Desk). 3pp. 53626:280-53626:282.

J. Insurance & indemnity information

R. Periodic operating reports & related correspondence

9005080310 "Callaway Plant Annual Environ Operating Rept 1989." W/900425 Itr.
SCHNELL.D.F. Union Electric Co. 89/12/31. 206pp. 53770:063-53770:268.

9005210249 Monthly operating rept for Apr 1990 for Callaway Plant Unit 1.W/900510
Itr.

MCCANN.RJ.,   BLOSSER.J.D.   Union   Electric   Co.   90/04/30.   6pp.   53892:150-
53892:155.

S. Reportable occurrences, LERs & related correspondence

9004260259 LER 90-003-00:on 900314,determined that fire protection Halon sys for
either ESF switchgear rooms could have disabled both trains of Class 1E air condi-
tioner units. Caused by design error.Trip signal removed.W/900416 Itr.
CAMPBELL.W.R.,  BLOSSER.J.D.   Union  Electric  Co.   90/04/16.  5pp.   53602:179-
53602:183.

9005070070 LER 90-004-00:on 900330,licensed util personnel discovered standing oil
on generator.Oil had splashed through ventilation  screens into generator.Cause
unknown.Collector rings & stator windings cleaned.W/900430 Itr.
BLOSSER.J.D. Union Electric Co. 90/04/30. 8pp. 53664:051-53664:058.

V. Operator Examinations

9004230242 Requests encl listed ref matl for administration of 900730 written & oral
operator & senior operator exams.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/04/10. SCHNELL.D.F. Union Electric
Co. 12pp. 53557:105-53557:116.

9005160058 Provides info re generic fundamentals exam section of operator licensing
written exam to be administered on 900606.Map of area including time & location
where exams will be administered also encl.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/05/09. Commonwealth Edison Co.
5pp. 53865:054-53865:058.
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F. Security, medical, emergency & fire protection plans

9004230006 Responds to request for add! info re plant probabilistic safety assessment
fire analysis.Class 1,2 & 3 scenerios were subjected to initial quantitative screening
per applicable guidelines.

MCBURNETT.M.A.  Houston  Lighting  & Power Co.  90/04/11.  Document Control
Branch (Document Control Desk). 14pp. 53585:051-53585:064.

9005020054 Revised EPIPs.including Rev 8 to OEPP01-ZA-0007,Rev 7 to OEPP01-ZA-
0008 & Rev 5 to OEPP01-2A-0018.W/900424 Itr.

MCBURNETT.M.A.  Houston  Lighting  & Power Co.  90/04/24.  204pp.  53671:083-
53671:286.

9005080189 Ack receipt & review of 900327 changes to emergency plan.
COLLINS.S.J. Region 4. Ofc of the Director. 90/04/27. HALL.D.P. Houston Lighting &
Power Co. 3pp. 53771:004-53771:006.

9005080235 Provides summary of expected sequence of events for updates to prompt
notification sys.

MCBURNETT.M.A.  Houston  Lighting  & Power Co.  90/04/30.  Document Control
Branch (Document Control Desk). 4pp. 55769:295-53769:298.

9005100222 Responds to NRC 900405 Itr re violations noted in Insp Repts 50-498/90-
05 & 50-499/90-05.Corrective actions:surveillances of emergency response equip-
ment in technical support ctrs performed *o ensure that emergency requirements sat-
isfied.

VAUGHN.G.E. Houston Lighting & Power Co. 90/05/07. Document Control Branch
(Document Control Desk). 6pp. 53795:355-53795:360.

9005110146 Ack receipt of 900323 Itr advising NRC that primary emergency broadcast
sys radio station in Bay City.TX.which supports util prompt notification sys.will begin
outage on 900501 .Listed actions acceptable.

COLLINS.SJ. Region 4. Ofc of the Director. 90/05/07. HALL.D.P. Houston Lighting &
Power Co. 3pp. 53812:141 -53812:143.

9005210201 Forwards Endorsements 7 & 6 to MAELU Certificates M-113 & M-116,re-
spectively & Endorsement 6 to NELIA Certificates N-113 & N-116.
MCBURNETT.MA  Houston  Lighting &  Power Co. 90/05/10.  Document Control
Branch (Document Control Desk). 6pp. 53873:338-53873:343.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equiprnentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004250264 Forwards draft "South Texas Project Probablistic Safety Review:Evaluation
of Internal Event Accident Frequency Estimates & Containment Binning." Number of
open items can be resolved through meeting w/NRC & Sandia.
DICK.G.F.  Project Directorate  IV (891001-900602). 90/04/10. HALL.D.P.  Houston
Lighting & Power Co. 3pp. 53597:275-53597:349.

-9004250266     Draft,     "South     Texas     Project     Probablistic     Safety    Analysis
Review:Evaluation of Internal Event Accident Frequency Estimates & Containment

"HEELER,T.A.. SYPE.T.T. Sandia National Laboratories. 90/01/23. NRC - No De-

WHE

tailed Affiliation Given. 62pp. 53597:278-53597:349.

9004230096 Forwards Amends 14 & 4 to Licenses NPF-76 & NPF-80, respectively &
safety eyaluation.Amends change Tech Specs by revising Table 3.3.3.6 to eliminate
applicability of ACTION 38 to monitoring instrumentation.

DICK.G.F.  Project Directorate IV (891001-900602). 90/04/13. HALL.D.P. Houston
Lighting & Power Co. 5pp. 53572:210-53572:227.

-9004230110 Amends 14 & 4 to Licenses NPF-76 & NPF-80,respectively, changing
Tech Specs by revising Table 3.3.3.6 to eliminate applicability of ACTION 38 to pres-
surizer level monitoring instrumentation.

HEBDON.F.J. Project Directorate IV (891001-900602). 90/04/13. 9pp. 53572:215-
53572:223.

-9004230117 Safety evaluation supporting Amends 14 & 4 to Licenses NPF-76 & NPF-
SO.respectively.

* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/13. 4pp.
53572:224-53572:227.

9004270194 Application for amends to Licenses NPF-76 & NPF-80,deleting Surveillance
Requirement 4.5.1.1.d to require that each safely injection accumulator isolation valve
open automatically when RCS pressure exceeds P-11 setpoint.
VAUGHN.G.E. Houston Lighting & Power Co, 90/04/17. Document Control Branch
(Document Control Desk). 5pp. 53634:041 -53634:066.

9004270275 Advises that 900326 changes to QA program consistent w/ provisions of
10CFR50,App B & acceptable.

COLLINS.SJ. Region 4, Ofc of the Director. 90/04/20. HALL.D.P. Houston Lighting &
Power Co. 4pp. 53652:003-53652:006.

9004300083 Advises that Rev 1 to WCAP-12067,Suppl 2, "Reconciliation of Fatigue
Crack Growth Results for South Texas Project Unit 1 Surge Line," will be withheld.per
10CFR2.790.

DICK.G.F.  Project Directorate  IV (891001-900602). 90/04/23. HALL.D.P. Houston
Lighting & Power Co. 4pp. 53655:349-53655:352.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005070239 Submits special rept re evaluation of third-yr containment tendon
surveillance/Tendons which had voids have been filled & no evidence of grease leak-
age from sheathing exists.

ROSEN.S.L Houston Lighting & Power Co. 90/05/01. Document Control Branch
(Document Control Desk). 5pp. 53747:176-53747:180.

9005110046 Notification of 900530-0601 meetings w/util & Sandia at plant site to dis-
cuss PRA.

DICK.G.F. Project Directorate IV (891001-900602). 90/05/03. HEBDON.F.J. Project
Directorate IV (891001-900602). 4pp. 53798:229-53798:232.pproved for
